* 


a 


LOL 


102 


104 


LO5 


107 


108 


109 


110 
112 


113 


114 


30522 


30537 


30513 


30556 


58117 


4999k 


50000 


49999 


55054 


5502 
55017 


ADDITIONS TO EQUIPMENT LIST II , 


360-DAY SUPPORT LIST FOR SYSTEM 1 


NOMENCLATURE 


Capacitor, Tantalum, 
LD MEDS. 15 Nes Gy. Be 
No. 29F480 


Capacitor, Tantalum, 
4.5 MFD, 50 V., G. EB 
No. S9Rk'73 


Capacitor, Tantalum, 

LO: MPD 25 Veg Ge. 

No. 29F446 

Capacitor, Tantalum, 

2) MEDs- 90° Ving Ge Be 

No. 29F475 

Capacitor, Tantalum, 

4O MFD, 30 V., G BE. 

No. 29F633 

Transformer , Power, RAYCO 
No. 0-2612A, per R-W Spec. 
No. 289 

Transistor, RCA No. 2N247 
Transistor, G. E. No. 2N13 


Transistor, CLEVITE 
No. 2N268 


Diode, TEXAS LNSTRUMENT 
CO. No. 65106 


Diode, HUGHES No. 1N456 


Diode, HUGHES No. 6613 


$ 1.80 


1.80 


1.80 


773 


1-73 


16.00 
2.00 
Leho 


6.00 


485 
4.32 


5.00 
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OF ESTIMATED 


UNITS AMOUNT 


20 


20 


10 


10 


Approved For Release 1999/09/08 : CIA-RDP81B00878R000200080007-0 


$ 36.00 


7-20 


36.00 


30.92 


30.92 


32.00 
140.00 


88.00 


60.00 


48.50 
43.20 


59.00 


Ad 


i 
i 


Approved For Release 7999/09/08 : CIA-RDP81B00878R000208Q80007-0 


ADDITIONS TO EQUIPMENT LIST IT ’ 


360-DAY SUPPORT LIST FOR SYSTEM 1 (Contimued ) 


LIST MP ESTIMATED NO. OF ESTIMATED 
ITEM NO. NUMBER NOMENCLATURE UNIT COST UNITS AMOUNT 

115 55025 Diode, HUGHES No. HR1O215 $ 6.18 10 $ 61.80 
116 55060 Diode, TRANSITRON No. SV 1010 9.75 10 97.50 
a7 55045 Diode, TRANSITRON No. SV 127 5.20 10 52.00 
118 55064 Diode, TRANSITRON No. SV 131 5.80 10 52.00 
119 55030 Diode, TRANSITRON No. sv 132 5.20 10 52.00 
120 55038 Diode, TRANSITRON No. sv 13 4.00 10 40.00 
121 55068 Diode, TRANSITRON No. sv 18 4.00 10 40.00 
122 55050 Diode, INTERNATIONAL RECTIFIER 

CORP. No. 1BSL 1.75 10 Bi Aro 6) 
123 63028 Cable, C5 Unit to Ay or 

A2 Unit 6.00 6 36.00 
126 21098 Capacitor, Tantalum, 25 

MPD, 150 V., G. E. No. 29F4'78 8.80 8 70.40 
127 50038 Transistor, DELCO RADIO 

No. 2N278 10.00 10 100.00 
128 11522 Base Assembly, C5 and Cy 

Units per R-W Dwé. No. 

50404097 97.00 2 194.00 
129 11963 Cable, Base Assembly to 


Bulkhead, (W 1206) per R-W 
Dwg. No. 50404102 20.00 2 40.00 
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LIST MP 
ITEM NO. NUMBER 


20 58002 . 
25 45002 
26 =. 65001 
72 64.001 
TY. 40009 
83 63003 
8h. 6300) 
85 63005 


DELETIONS TO EQUIPMENT LiLoT LE; 


360-DAY SUPPORT IrsT FOR SYSTEM 1 


NOMENCLATURE 


Transformer, Vibrator ’ 
MAG. ELECT, TP112) 


Tube, Subminiature, 
RAYTHEON CK6152 


Vibrator, AIRPAX 
A~-500-24 


Delay Line, GUDEMAN 
G-LOl or BRUBAKER 
RDL-500 


Choke, 27 Microhenries 
JEFFERS ELECT. 


Cable Assembly, Coaxial . 


Cable, Cy Unit and Co 
Unit to Bulkhead 


Cable, Cy Unit to Co 
Unit 


ESTIMATED 


_ UNIT cost 


$ 35.00 


2°30 


31.00 


10.00 


O 


1.50 


6.00 


6.00 


12 
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ESTIMATED 
AMOUNT 


$ 1h0.00 
22.00 


124.00 


80.00 


L260 


18.00 
36.00 


36.00 


